From: Jesse Young Oesseyoungl@mac.com] 

Sent: 9/15/2017 11:09:28 AM 

To: Regan, Michael S [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=be7cdffad666484fbbce36570340f33b-msregan] 

CC: contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Subject: 401 water certification permit for Duke's pipeline 


Dear Sirs, 

Please deny the 401 water certification permit for the Atlantic Coast Pipeline. We now know that the 
methane from fracked gas is the most damaging to our atmosphere 

and it traps 100 times more heat per liter than C02. This pipeline could be a disaster for coastal NC. 

We are considering putting solar on our house this year. We are thinking about the health of our 
grandchildren. Are you? 

Jesse and Connie Young 
57 Chelsea Circle 
Pisgah Forest, NC 28768 



